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Message Text 

LIMITED OFFICIAL USE 

PAGE 01 PORT 0 01293 241757Z 
ACTION OES-07 

INFO OCT-01 ARA-10 ISO-00 EPA-01 CEQ-01 EB-08 COME-00 
INT-05 NSF-01 /034W 

041445 242357Z/15 

R241700Z APR78 
FM AMEMBASSY PORT OP SPAIN 
TO SECSTATE WASHDC 2342 


LIMITED OFFICIAL USE PORT OP SPAIN 1293 

E.O. 11652: N/A 
TAGS: SENV, EINV, TD 

SUBJECT: ENVIRONMENTAL STANDARDS FOR CAUSTIC SODA PLANT 

1. GOTT IS SERIOUSLY CONSIDERING PROPOSAL FOR INVESTMENT 
IN CAUSTIC SODA/CHLORINE (CHLOR-ALKALI) PLANT TO BE 
UNDERTAKEN WITH lONEX/BOSTON ENGINEERING. PLANT WOULD HAVE 
CAPACITY OF 10 TONS PER DAY. 

2. BECAUSE OP CONTROVERSY SURROUNDING PLANTS OF THIS 
KIND IN U.S. AND CANADA, GOTT REP HAS ASKED WHETHER 

EPA (OR ANY OTHER GOVERNMENT AGENCY) HAS SET ENVIIRONMENTAL 
STANDARDS WHICH THEY COULD FOLLOW IN THE IMPLEMENTATION 
OF THIS PROJECT. 

3. IF NO FORMAL STANDARDS EXIST, DOES EPA HAVE SUGGESTIONS 
ON HOW BEST TO PREVENT MERCURY CONTAMINATION WHICH GOTT 
COULD TAKE INTO CONSIDERATION IN THIS PROJECT? 
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